From: john_wagner@sarbo.net [john_wagner@sarbo.net] 

Sent: 1/25/2018 5:24:30 PM 

To: Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
CC: Tarr, Jeremy M [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl] 
Subject: [External] Re: Don't permit the AGP 

Flag: Follow up 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Secretary Regan, 

Please deny the 401 permit for the Atlantic Coast Pipeline. 

I am a member of the Society for Freshwater Science, and the Carolina Wetland Association. I 
worked for 3 years on a non-point pollution study with the Georgia Department of Natural Resources 
and Georgia State University collecting and identifying stream macroinvertebrates. I am deeply 
concerned about North Carolina's pocosins, Carolina Bays, wetlands and streams that would be 
damaged by the bulldozing, drilling, sedimentation, and spills that will be caused by the ACP 
construction and maintenance. 

Pipeline will leak, have explosions, and destroy wetlands. The recent 150,000 gallon spill of drilling 
mud and chemicals by the Rover Pipeline in Ohio is only the most recent of the large number of 
pipeline accidents and spills over the the past decade. The 401 permit requires you and the DEQ to 
certify that no significant damage to NC's waters will be caused by the pipeline. Based on the 
FERC's data and the inadequate responses to DEQ's questions, you must know the immense risks to 
our waterways and wetlands. 

Please, protect North Carolina's water. Deny the 401 permit for the Atlantic Coast Pipeline. 

John Wagner 
210 Jessamine Lane 
Pittsboro, NC 27312 










